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Clacton-on-Sea, 60 

Cleckheaton, 471, 591, 790 

Colne, 60, 219 

Coventry, 182, 761 

Crewe, 255, 855 

Crown Office for the Colonies, 135 

Croydon, 182, 219, 855 

Cunard Co., 823 j 

Dartford, 60, 371, 531, 722, 790 

Darwen, 60 

Derby, 219, 371, 591 

Dewsbury, 371, 501, 790 

Doncaster, 60 

Dorchester, 630 

Dorset, 696 

Dover, 14 

Dublin, 182 

Dundee, 501 

Ealing, 102 

Eastbourne, 591 

Eccles, 60, 219, 371, 501 

Edinburgh, 60 

Erith, 219 

Faversham, 255, 722 

Felixstowe, 60 

Finchley, 761 

Fleetwood, 135 

Folkestone, 60 

France, 761 

Fulham, 60 

General Post Office, 630 

Gillingham (Kent), 531 

Glasgow, 255, 565, 664, 722, 7¢ 

Gloucester, 531 

Government Contracts, 135, 435, 565, 
696, 855 

Gravesend, 102 

Grimsby, 60, 255, 501 

Hackney, 102, 136 

Halifax, 14 

Hammersmith, 60, 182, 435, 722 

Harrogate, 2, 435 

Haslingden, 135 

Hebden Bridge, 761 

Hereford, 722, 790 

Heston, 14, 471 

Heywood, 823 

High Wycombe, 435 

Holywell, 371 

Hornsey, 565, 761, 7$ 

Horsham, 102 

Huddersfield, 135 

Hull, 501 

Ilford, 471, 761 

India, 591 

Ipswich,664 

Isleworth, 14, 471 

Islington, 722, 855 

Keighley, 182, 664, 823 

Kingston-on-Thames, 14 

Kirkcaldy, 182 

Lancaster, 219 

Launceston (Tasmania), 371 

Leeds, 219 

Leicester, 722 

Lewisham, 565 

Leyton, 219, 501 

Lindley, 182 

Liverpool, 591 

Llandudno, 790 

Loftus, 696 

London, 14, 60, 102, 136, 182, 219. 
255, 311, 341, 371, 435, 471, 502. 
531, 565, 592, 630, 664, 696, 722, 
761, 790, 823, 855 

London County Council, 14, 60, 102, 
136, 182, 311, 531, 565, 855 

Lowestoft, 60 

Luton, 219, 592, 855 

Macclesfield, 790 

Maidenhead, 501 

Maidstone, 60, 501, 630 


JAN 


ContTRat 
Malver 
Manchi 

630 


Mansfi 
Margat 
Maribo 
Maryle 
Metrop 
Middle 
Moreca 


Paisley 
Pelton 

Peterbc 
Poplar, 
Post. C 


Swinto! 
Taunto 
Todmor 
Torqua 
Tottent 
Tramw 
Tunbri 
Tynem 
Victori: 
Wakefi 
Wallasi 
Walsal! 
Waltha 
Wands' 
War O 
Warrin 
Watfor 
West | 
West | 
Whitby 
Whitefi 
Whitst: 
Wimbk 
Winche 
Wirrall 
Wolver 
Woolwi 
Works, 
Worksc 
Worthii 
Wrexhz 
Yarmot 
York, 


ConTRACT 
Aberam 


564 
Aldersh 
Argenti 
Ashton- 
Athens, 
Atherto 
Auckla 
Austral 


Bacup, 

Ballagh 
Barnes, 
Barnet, 
Batley, 

Batters 
Beaufor 
Beckenl 
Belfast, 
Belgiun 
Bethnal 
Birkent 


Birmin; 
Blackbt 
Blackpc 


663 
Blackro 
Bolton, 
Bradfor 
Bradwe 
Brighto 
Brisban 


Brussel: 
Bulgari 


Morley 

New Z 

Northa 

Norwic 

Nuneat 
Office 

Paddin 

: Ramsg 

Rawter 

Rochda 

Roches 

Rother! 

Rugby, 

Ruthin 

i St. Pa 

Ssifor 

53] 

Scarbor 

; Sheffiel 

Shipley 

Ship li 

Shored: 

' Skelton 

Southai 

: 791 

Southet 

Southp: 

Southw 

Spain, 

Stalybr 

: Stepney} 

Stockpx 

Stoke-c 

Stretfor 

Sunder 

Swanse 

Aberdes 

Adelaid 

310 

254 

470 

721 

| Austria 
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Contracts CLOsSED—continued. 

Malvern, 565 

Manchester, 60, 255, 341, 371, 501, 
664, 761 


630, 
Mansfield, 592 
Margate, 14, 136 
Marlborough, 696 
Marylebone, 182 
Metropolitan Asylums Board, 102 
Middléton, 255 
Morecambe, 311 
Morley, 790 
New Zealand, 136, 255, 664 
Normanton, 664, 790 
Northampton, 502, 630, 664 
Norwich, 435 
Nuneaton, 
Office of Works, H.M., 311 
Paddington, 182 
Paisley, 855 
Pelton (Co. Durham), 182 
Peterborough, 
Poplar, 60, 136, 592, 790 
Post. Office, 135 
Ramsgate, 136 
Rawtenstall, 136 
Rochdale, 592 
Rochester, 471 
Rotherham, 371, 531 
Rugby, 15, 565 
696 
Pancras, 255, 531, 722 
Selford. 15, 182, 219, 255, 341, 502, 
531, 592, 791, 855 
Scarborough, 311 
Sheffield, 61, 255, 531, 664, 722, 791, 
Shipley, 60, 761 
Ship lighting, 791 
Shoreditch, 136 
Skelton and Brotton, 102 
102, 136, 182, 471, 565, 


Southend-on-Sea, 311 

Southport, 282 

Southwark, 14, 102, 471, 531, 59: 
Spain, 855 

Stalybridge, 341 

Stepney, 471, 592, 664, 7: 
Stockport, 471, 565 
Stoke-on-Trent, 15, 136, 182 
Stretford, 15, 371, 664, 791 
Sunderland, 61, 382, 664, 791, 823 
Swansea, 102, 220, 406, 823 
Swinton, 435 

Taunton, 696 

Todmorden, 502 

Torquay, 225, 791 

Tottenham, 471 

Tramway Contracts, 183 
Tunbridge Wells, 15, 183, 696, 791 
Tynemouth, 

Victoria, 664 

Wakefield, 791 

Wallasey, 220 

Walsall, 220, 406, 664, 722, 823 
Walthamstow, 136, 435 
Wandsworth, 219, 371, 435 

War Office, 135 

Warrington, 61, 341, 502, 592 
Watford, 532 

West Bromwich, 61, 183, 502 
West Ham, 183, 4 

Whitby, 406, 435 

Whitefield, 255 

Whitstable, 183 

Wimbledon, 15 

Winchester, 102, 855 
Wirrall, 664 


Wolverhampton, 102, 255, 406. 532, 823 


Woolwich, 182, 502, 592, 696, 790 
Works, H.M. Office of, 135 . 
Worksop, 102, 502 

Worthing, 220 

Wrexham, 61 

Yarmouth, 183 

York, 15, 220, 406, 502, 791 


Contracts OPEN— 

Aberaman, 281, 310 

Aberdeen, 629, 663, 761 

Adelaide, 101, 181, 218, 254, 281, 
310, 370, 405, 434, 470, 501, 530, 
564, 591, 629, 790, 822, 855 

Aldershot, 59, 181 

Argentina, 59, 218, 790 

Ashton-under-Lyne, 59, 690 

Athens, 790 

Atherton, 629, 663, 690, 761 

Auckland, 14 

Australia, 18, 59, 101, 135, 181, 218, 
254, 281, 310, 341, 370, 405, 434, 
470, 501, 580, 564, 591, 629, 690, 
721, 761, 790, 822, 855 

Austria, 134, 181 

Aylesbury, 13 

Bacup, 370, 761, 822 

Ballaghadereen, 

Barnes, 591 

Barnet, 629, 663, 690 

Batley, 310 

Battersea, 721 

Beaufort West (Cape Province), 59 

Beckenham, 530, 564 

Belfast, 181, 218, 254, 282, 501 

Belgium, 13; 9 

Bethnal Green, 690, 721 

Birkenhead, 135, 181, 218, 405, 434, 


501, 822, 855 
Birminghom 310, 501, 530, 564 
Blackburn, 101, 
Blackpool, 501, , 564, 591, 629, 


Blackrock, 13, 59 

Bolton, 13, 59, 405, 434 

Bradford, 101, 181, 530 

Bradwell (Staffs. ), 855 

Brighton, 501 

Brisbane, 101, 134, 181, 218, 254, 341, 
405, 434, 470, 501, 530, 564, 629, 
663 761 


Brussels, 59° 
Bulgaria, 181, 218 


Contracts OPEN—continued. 


Burnley, 341, 370, 405 
Bury (Lanes.), 434 
Canada, 135 

Canary Islands, 564, 663 


101 

China, 135, 181 

Clayton (Bradford), 310, 341 

Colchester, 761 

Colwyn Bay, 434, 470, 501, 530 

Connah’s ona. 530, 564, 591 

Coxhoe, 

Croydon, 135, 181, 629, 663 

Dartford (Kent), 59, 629, 663 

Dewsbury, 101 

Dover, 135, 855 

Dublin, 530, 564, 591, 629, 663 

Dundalk, 721, 761, 790, 822 

Dundee, 282, 310, 822-. 

Earsdon (Northumberland), 218, 254 

Easington, 822 

Eastbourne, 101, 181, 218, 254 

East London (S.A.), 255 

Eccles, 341, 370, 405, 721 

Edinburgh, 59, 218, 254, 663 

Elmton- with-Cresswell, 822 

Enniskillen, 721 

Epsom, 135- 

Erith, 13° 

Finchley, 564 

France, 13, 59, 218 

Germiston (Transvaal), 255 

Gillingham (Kent), 13, 59 

Gisborne, 530, » 591 

Glasgow, 761, 790 

Greece, 790 

Greenock, 59, 101 

Grimsby, 59, 761 

Hackney, 13 

Halifax, 181 

Hammersmith, 565, 591 

Harrogate, 282 

Hawarden (Flint), 564, 591, 

Hong Kong, 822, 

Hornsey, 405, 435, ou, 761, 790, 822, 


855 
Huddersfield, 310, 341, 530 
Hull, 790 
Innsbruck, 134 
Jaraiz (Caceres), 341 
Johannesburg, 341, 370, 406, 435, 471, 
822 


761, 790, 

Kalgoorlie, 341, 370 

Kelloe, 254 

Kingston-upon-Hull, 101, 181, 218, 

4, 282 

Lancaster, 13, 59 

Leeds, 790, 822, 855 

Leicester, 471, 501, 530 

Leigh, 663 

Leith, 370 

Leyton, 822, 855 

Limerick, 341, 370, 405 

Lincoln, 822 

Lisnakea, 218, 254 

Littleborough, 435, 471, 501 

Liverpool, 370 

London, 13, 59, 135, 181, 218, 254, 
282, 311, 341, 370, 406, 435, 501, 
530, 565, 591, 663, 690, 721, 761, 


855 

London County Council, 13, 59, 135, 
a. 218, 254, 282, 341, 370, 406, 

663, 690, 721, 761, 855 

13 

Manchester, 59, 254, 282, 311, 341, 
406, 435, 471, 501, 629, 663, 690, 
721, 761, 790, 822, 855 

Matlock, 181, 219 

Melbourne, 59, 101, 134, 181, 218, 
254, 281, 310, 341, 370, 405, 434, 
470, 501,. 530, , 591, 629, 663, 


6 2 855 
Middlesbrough, 254, 282, 311, 341, 


Montenegro, 59 
Nalinnes, 59 
Neath, 591 
Newcastle-on-Tyne 
New Plymouth 101, 
Newport (Mon.), 254, 
New Zealand, 14, 282, 211, 
341, 501, 530, 565." 
Normanton 663. 
Nottingham, 790, 
neaton, 181, 
Office of Works, H.M., 591, 721, 761 
Oldham, 135, 181, 219, 254, 
Oldmachar (Aberdeen), 282 


Paisley, 

Palmas (Majorca), 219 

Paris, 59, 254 

Perth ( » 59, om 254, 281, 
310, 370, 405. ” 434, , 530, 564, 
663. 690 


Pittington (Durham), 14, 59 
Pontypridd, 501, 530 

Port Elizabeth, 629, 663 
Porth, 501, 

Port of London Authority, 761 
Preston, 761 

Ramsbottom, 59 

Ramsey (Hants), 14 
Rathmines (Co. 
Rauch (Argentina), 2 

Richmond (Victoria), 101, . = 218 
Rochdale, 135, 181, 435 
Rotherham, 14 


Salford, 59, 102,” 35, 341, 530 

Shanghai, 855 

Shrewsbury,855 

Skegness, 14 

South Africa, 59, 255, 282, 341, 370, 
406, 435, 471, 530, 565, 663, 696 


Contracts OPEN—continued. 
Southampton, 59, 134, 181 
Spain, 59, 135. 
S41, 370, 406, 495, 501, 590, 565, 
629, 696, 721, 761, 790, 822 

Stalybridge, 135 

Stockport, 471 

Stockton (N.S.W.)» 219 

Stockton-on-Tees, 59, 663, 696 

Sunderland, 181, 219, 255, 406 

Swansea, 282, 435, 471, 501 

Swinton, 181, 219, 255, 565 

Sydney, 13, 39, 101, 134, 181, 218, 
254, 281, 310, = 370, 405, 501, 
530, 564, 591, , 790, , 855 

Taunton, 471 

Tavistock, 102 

Teddington, 761 

Thorne (Yorks.), 14 

Tientsin, 135, 181 

Tonbridge, 181 

Torpoint, 311, 790 

102 

Truro, 14 

Tunbridge Wells, 501 

Turton, 59 


Wakefield, 406, 565, 591, 629, 663, 


696, 
Walsall, 14, 59, 102, 181, 219, 370, 
406, 629, 663, 696, 722, 761 
Walthamstow, 219, 255, 761, 790, 822 
Warrington, 14, 59, 311, 341, 370, 
406, 471, 501, 790 
West Ham, 14, 59, 722, 761 
West Hartlepool, 181, 219, 255 
Whitby, 311, 341, 370, 406, 435 
Whitefield, 406, 435 
Whitstable, 60 
Wigan, 282, , 591, 629, 696 
Winchester, "722, 761, 790 
Wisbech, 135 
Wolverham ton, 311, 341 
Woodford Green, 255 
Worthing, 1 
Wrexham, 60 
York, 14, 60, 102, 531, 565, 591, 629 
Cooking, Discussion at the Point Five 
Association on electric, 673 
Cooking, Electric, 284 
Cooking in marine service, Electric, 
Cooking: installation, A military, 723 
Cooking on the U.S.S. Texas, Electric, 


32 
<a high-power X-ray tube, The, 


Co-operation, 677 

Co-operation in Italy, 857 

Co-operation in trade expansion, by 
C. A, Baker, 539 

Co-operation in trade expansion, 418, 


451 
Copper, 43, 61, 129, 162, 222, 266, 335, 
451, 502, 547, 646, 665, 729, 743, 


Copper "conductors, The rating of bare, 
by W. A. Coates, 411 


Copper contraband, 533 


Copper in Russia, 18° 
Corea, 367, 492 


CoRRESPONDENCE— 
“* Advertising and progress,” by J. 
Hart, 
A.E.G. exporting activity, by “A 
Correspondent,” 
717 
A.E.S.E., The policy of the, by 


W. J. Ebben, 89; by C. Ashmore 
Baker, 127 

American activity in the Australian 
market, by ‘‘ U. Soon Approach- 
ed,” 816 

America and export trade, by A. M. 
Turner, 359 

Appointments | in Hong Kong, by 

‘No. 2,” 846 

Appointments in West Africa: A 
warning, by “A Victim,” 167 

Arbitrary action of a public author- 
ity, by Advocate of atriotism in 
time of peace, 388, by F.W 
Purse, 423, 

Arc damp globes, by S. W. Baynes, 

Armorduct v.  Defries, by w. 
Schmahl, 607 

Assisting the enemy, by “ X.,” 650 

Black tape, A new use for, by Black 


Tape, 

British Electrical and Allied Manu- 
facturers’ Association and ‘“‘ The 
—_ of war,” by D. N. Dunlop, 


British firms and the home trade, 
by E. A. Pinto, 422 

British (?) firms: A suggestion, by 
S. S. Galsworthy, 333 

British industry and the war, by 
J. Taylor Peddie, 

British-made _telephones, by A. W. 
ox, 426; by Sterling Telephone 
and Electric Co., 

British manufacturers and German 
trade, by V. H. Coates, 521 
British manufacturers and _ their 

— methods, by V. H. Coates, 


9 

Cable censorship, by F. Ward, 644 

Cab tire sheathed cable, by St. 
Helens Cable & Rubber Co., 208 

Canada, Difficulties in, by M. S. 
Parnell .Smith, 89; by W. A. 
Coates, 89, 126 

Capturing German trade, by F. G. 
Turquand, 422; by | E. . J. - Fox, 
454; by “ Atlantic,” 644 

Carbons, by Inquirer.’’ 374, 408; 
by General Electric Co., Ltd., 288; 
by ‘In Tenebris,”’ 567 


CorresPc 


219, 254, 282, 311, 


Colonial appointments, by ‘‘M.I.E.E.,” 
209 


Commutator bars, by A. Bergtheil, 
607 


Constructive British business, by 
Ricketts, 

Cooking apparatus, Electric, by 
‘‘-Ptah,”* 200; by F.  S. 
Venner, 342 


Crisis and provisional order notices, 
The, by R. W. Rowland-Hill, 
342 


Deterioration of red cable, by W. 
Gibbs, 

“ Earthing an 
Extra,” 422; 
Engineer,”’ 454 

Eck and the Union Electric, Mr., 
by Evershed & Vignoles, 488 

Electrical eee for shearing 
wool, y, J. G. Bomford, 208 

Electrical and the war, by 
W. Ellerd-Styles, 209, 248; by 
M.I.E.E:,” 247, 272 

Electrical trades and motor ambu- 
lances: A proposal, by ‘‘Alpha,”’ 


extra? Is, by 
by ‘ Inspecting 


Electrical Trades Insti- 
tution, by F. B. O. Hawes, 247 

Electrical PP “of milk, by A. 
Shelmerdine, 209 

Electricity supply in Landen, by 
| Hordern, 5, 

Enemy factories, by ‘‘ W.H.B.,”” 426 

Enemy’s trade, The, by A. H. Sea- 
brook, 395 

Engaging a foreman, by Armitage & 
Co., 247 

Englishman, A compleat, by J. Eck, 
by Langdon-Davies Motor 


of applicants for appoint- 
ments, by ‘ Disillusioned,’’ 845 

Financial control of electricity supply 
undertakings, by Efficiency,”’ 
521 


From the front, by M. D. Boddy, 714 
Geissler tubes, by ‘* Medico,” 6 


Generators, The mechanical 
and construction of, by 
Livingstone, 780; ‘‘The Re- 


viewer,” 7 

German agencies, by ‘“ Contractor,” 
816 ~ 

German culture, by A. A. C. Swin- 
ton, 

German electrical success: sug- 
gested inquiry, by “‘ T.G.A.,” 454 

German menace, by “A Rejected 
One,”’ 303 

German or British? by F. Wylde 
Ball, 846; by ‘‘ Contractor,” 846 

German trade and German vandal- 
ism, by A. S. E. Ackermann, 428 

German trade, To capture, by C. H. 


patents, by The 
| & Equip- 
. W. Will- 


Half-watt lam 
Electrical 
ment Co., 359; by F. 
cox, 

Handles for electric ovens, by W. H. 
Allen, 781 


“Hanover Square School of Electrical 


Engineering, by F. J. Moffett & 
L. W. Wild, 6 
Lamp industry, by ‘ Atlantic, ” 426 
Lightning and trees, by K. Hedges,5 
L.B. & S.C. Railway electrification, 
by ‘A British Manufacturer,”’ 


426 

Manufacture of carbons, by “ Car- 
bone,’ 

Mica and micanite, by Wiggins & 
Sons, 88; by H. W. H. Warren, 
167 


Modern continudus-current motors, re 
Notes on, by E. F. Butler, 748 
Mysterious of a by 
ing set, by ns Wood, 

W.H.D.,” .272 


Nationality naturalisation, by 


Kerss, 488; by J. E. Gray, 
488, 526, 526 
No connection, by Switchgear and 
Cowans, 7. 


No reply, by H. T. Gerry, 521 

Not a German firm, by J. Sax & 

Co., 330 

aying at present, by Nalder 
Thompson, 365, 

Panama, Berlin and fraternity, by 
sid Innocens,”” 

Patent position of half-watt ~~ 
and tungsten lamps, by F 
Willcox, 436 

Picture play photography, by H. M. 
Lomas, 664 

Proposed ‘Central Testing _Iinstitu- 
tion, by C. H. Wordingham, 124; 
by G. St. John Day, 168; by 
"atlantic, ” 272 

Protection of engineering works, by 
W. R. Eustace, 

Qualifications of a consulting elec- 
trical engineer, by “* Unqualified,” 


Radiators, About electric, by The 
\ Jackson Electric Stove Co., 650; 
Ferranti, 683; F. Barron, 683; 
T. Smith, 715; Belling & Co., 715 
Rear lights _on vehicles, by H. Eng- 


land, 
Safety rules, U.S.A. by G. W. Strat- 
ton, 

Seizing the enemy’s 
Britannicus,” 
Signalling . supplies wanted, by R. 

Macleod, 781 
Spagnoletti, Ltd., by The Park’ Roya’ 
Engineering Works, 


trade, by 


I 


— 
Cardiff, 564 
Chatham, 629 4 
Cheshire, 663 ; 
311, 
630, 
: 
5 
. 
219, 
502, 
722, 
Rug 
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Ci d. 
— constables, by A. H. Seabrook, 
1 


State of war, The, by ‘ Foresight,” 
372; by D. N. Dunlop, 372 

Stereopyrometer wanted, A, by W. 
Hibbert, 816 

Strange behaviour of a motor, by 
A Cranford, 388; E. J. Walsh, 


423 

Street lighting in Chicago, by Engi- 
neering and Arc Lamps, 607; 
G. H, Stickney, 779 

Strike, End of the London wiremen’s, 
by L. G. Tate, 248 

Switchgear, Concerning, by The Mica- 
nite & Insulator Co., 49 

Switchgear contracts, Expenses of 

* tendering, by D. N. Dunlop and 
H. Faraday Proctor, 89 

Technical errors in the lay press, by 

C. Booth, 1 

substitutes, by R. Ritchie, 

422 


Timber drying, by Erith’s Engineer- 
ing Co., 
— at forty,” by A. E. Short, 


Trade war, The, by A. M. Turner, 

607; 2d L. E. Boxall, 607 

Trade, Why Great Britain loses, by 
“Canada,’’ 780; Sufferer,” 
780 

with the enemy, Dorman 
& Smith, 393; F. B. O. 
393; ‘* A Correspondent,” 652; G 
Weston, 683; “‘ Fairplay,” 748; 
T. W. Coles, 781 : 

Training of the instrument maker, 
The, by N. Ingleby, 6; by 
Scientific Instrument,”? 48; by 
. W. Paul, 126; by C. H. 
Wright, 168 

Tubular light sources, by H. B. 
Howard, 167 

Unemployment, Lessening, by T. C. 
mith & Co., 366 

Unpatriotic English manufacturer, by 
D. G Barrie,\ 

Vehicles, re Electric, by F. A. Yer- 
bury, 793 

War and science, by H. W. Weysz, 


War and South African trade, The, 
by “ Loyalist,” 485 . 

War and the enemy, by “ Yorkshire 
Tyke,” 521 

War and the neutrality of science, by 


War and trade, The, by F. R. Daven- 


port, 

What constitutes a British firm? 312; 
by the Walsall Electrical Co., 
Ltd., 333; by “‘ Fairplay,’’ 334; by 
“ X,” 334; by H. F. Friederichs, 

- 3384; by A. A. C. Swinton, 342, 

395; by G. A. Anson, 361; by F. B. 

Sinclair, 361; by E. J. Williams, 

361; by “ Electrical Contractor,” 

361; by Tohill,’’? 361; b 

Broadbent, 362, 394; by R. Ham- 

mond, 362; by the Sterling 

Telephone & Electric Co., 363; by 

J. E. Kingsbury, 363; by ‘‘ Com- 

mon Sense,” 363; by ‘‘ Britisher,”’ 

363; by J.S., 393; by “British In- 

vestors,’’ 393; by H. C. Levis, 

394; by ‘‘A.M.Inst.C.E.,”’ 394; by 

G. E. Kerss, 394; by T. Ste- 

vens, 394; by J. Frankenburg & 

Sons, 394; by H. S. Héhne, 395; 

by ‘*Censor,” 395; by R. C. 

Pierce, 395; C. C. Garrard, 

424; by Justus Eck, 425; by H.’T. 

Gear, 425; by ‘Siemens Em- 

pore 425; by E. Jacob, 425; 

y J. E. Gray, 425; by Guy Bur- 

ney, 426; by W.H.B..”’ 426 

What’s in a name, by “ J.E.G.,” 751 

Who aes by L. W. Woodman, 


Why Great Britain loses trade. by 
** Canada,” 780; by ‘‘ A Sufferer 
(India),”’ 780; by “‘ Observer,’’ 845 

Willesden workhouse supply, by A. W. 

Blake, 748 

Wireman or electrical fitter ?, by El- 

- 299; by Hopeful,’ 333 

Workhouse supply, by ‘ An institu- 
tion engineer,” 779 

Zero resistivity, by A. T. Scott, 49 


Cost of the electric vehicle, The, 741 

Costing, by ‘“ Surplus,’’ 381, 412 

Costs, Electric vehicle operating, 666 

Costs in the United States, Electric 
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Dartford, 56, 589, 656 

Darwen, 216, 493, 589 

Deal, 339, 589, 627 

Dewsbury, 398, 493 

Dolgelly, 469 

Donaghadee, 309 

Doncaster, 179, 849 

Douglas (Isle of Man), 98 

ay 252, 398, 528, 627, 656, 754. 


Droylsden, 398 
Dublin, 98, 132, 280, 309, 787 
Dundalk, 11, 280 
Dundee, 398 
Durham, 11, 56, 280, 627, 787 
Durham County, 132 
Ealing, 98, 558, 688, 
Easebourne (Sussex), 558 ~ 
Easington, 
Easingwold, 98 
Eastbourne, 11, 252, 627, 787 
East Grinstead, 132 
East Ham, 216, 589 
Eastleigh, 469 
East Preston, 656 
Eccles, 216, 528, 589, 787 
a 132, 216, 433, 493, 558, 
Egham, 589 
Ely, 11, 56 
Enniscorthy, 589 
Epsom, 719, 820 
Erith, 754 
Exeter, 493, 589, 754 
Failsworth, 849 
Fairlie (Ayrshire), 56 
Falkirk, 493, 589 
Farnborough (Kent), 339 
Farnworth, 179, 368, 656, 787 
Fife, 754 
Finchley, 11, 493 
Finland, 216 
Flaxton, 252 
Fleetwood, 469, 589, 849 
Flint, 433, 528, 558 
France, 252, 719 
Freetown (Sierra Leone), 434 
Frodsham, 11 
Fulham, 720 
Gelligaer, 528, 589 
Germany, 56, 98, 179, 754 

Gildersome, 433 
Gillingham (Kent), 246 
Glasgow, 56, 98, 252, 280 
Glastonbury, 132 
Gloucester, 216 
Golcar, 56 


32 
Grappenhall, 368, 787 
Gravesend, 98, 280 

Greasbro, 820 

Great Harwood, 98, 252, 280, 528 
Great Ouseburn, 252 

Great Yarmouth, 132, 563 

Greece, 98 

— 309, 398, 627, 656, 719, 


Greetland, 469 

Grimsby, 11, 98, 179, 

Guernsey, 132 

Guisborough, 98 

Guiseley, 368 

Hackney, 368, 

Halifax, 11, 179, 

Hammersmith, er 627, 719 

Hampstead, 99 

Harlech, 368 

Harrogate, 280, 433, 689, 849 

Haslingden, 253, 849 

Hastings, 253, 558 

Hawkhurst, 179 

Haworth, 589 

Hayle, 132, 787 

Hazel Grove, 528 

Heckmondwike, 98 

Heeleyfield, 309 

Helsby, 309, 433 

Hemsworth, 398 

Hendon, 627, 689 

Hereford, 216, 787 

Hessle, 528 

Heston-Isleworth, 216 

Heywood, 469, 558 

Hexham, 404 

‘Hindley, 563, 820 

Holland, 98 

Holmfirth,. 132, 253, 339, 469, 787 

Hornsey, 56, 433, 754 

Horsham, 493 

Horton-in-Ribblesdale, 719 
87 


216, 719 


Hove, 493, 


Hoylake, 11 

Huddersfield, 98, 589, 689 
Hull, 528 : 
Hungary, 280 

Hyde, 

Hythe “Kent), 820 

Iceland, 

Ilford, 754 

Ilfracombe, 179 

Ilkley, 179, 656 

late, 179, 253, 309, 340, 469, 


Ingleton, 493 
Ipswich, 56 
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LicuTInc Notss—continued. 
Irlam, 56, 309, 589 
Irvine, 787 
Isle of Man, 469 
Islington, 217, 719 
Italy, 368, 820 
Japan, 56, 132, 216, 689 


junee (N.S.W.), 368 

sSeighley, 11, 132, 404, 433, 528, 563, 
056, 820 

Kelso, 404 


Kendal, 56, 528 

Kensington, 496 

Kingston-on-Thames, 253, 309, 340 

Kintore, 655 

Kirkburton, 368 

Kirkby Stephen, 754 

Kirkcaldy, 132, 719 

Knaresborough, 656, 754, 787 

Knowle, 179, 589 

Lambeth, 589 

Lanarkshire, 820 

Lanchester, 528 

Lathom, 56 

Leeds, 56, 179, 656, 689 

Leek, 99, 754 

Lees, 433 

Leigh, 98, 787 

Leyton, 787 

Lewisham, 434 

Library lighting, 259 

Lindley, 99 

Litherland, 132, 689 

Littleborough, 

Little Crosby, 404 

Liverpool, 309, 368, 589, 820 

Llandudno, 133, 340, 494 

Liandyssul, 179, 216 

Llanfairfechan, 99 

Lianidloes, 368, 754 

Llantrisant, 56 

London, 11, 57, 99, 133, 179, 216, 

, 404, 434, 469, 493, 528, 563, 

589, 627, 656, 719, 754, 787, 820 

London County Council, 179, 469, 
528, 563, 689, 656, 787, 849 

London electricity supply, 99, 626, 
628, 656, a 787, 820 

Lossiemouth, 

Lothingland (Norfolk), 720, 788 

Loughborough, 99 

Loughton, 179 

Lowestoft, 656, 821 

Luton, 57, 528, 839 

Lytham, 494, 821 

Maidenhead, 216 

Maidstone, 340, 368, 494, 628, 754 

Malling (Kent), 689 

Malvern, 368 

Manchester, 57, 368, 494, 589, 689 > 

Manorhamilton (Co. Leitrim), 589 

Mansfield, 133, 656 

Mansfield Woodhouse, 720 

Margate, 


il 
Marylebone, 11, 99, 493, 627, 656, 754 


Melbourne, 433 

Melksham, 99 

Mexborough, 99, 469 

Mexico, 309, 368 

Middlesbrough, 628 

Middlesex, 216 

Middleton, 309, 628, 

Midhurst (Sussex), 5368, 563, 628 

Midsomer Norton, 

Monmouth, 99 

Montgomery, 469 

Morecambe, 469 

Mountain Ash, 720 

Mutiord, 720 

Mytholmroyd, 434 

Neath, 849 

Nelson, 11 

Nelson (near Cardiff), 133, 368 

Newbridge (Co. 

Newcastle (Co. Down), 1 

Newcastle Emlyn, 368 

Newcastle-under-Lyme, 57, 656, $21 

Newmarket, 11 

Newport, 216, 280, 563, 759 

Newtown, 57 

New Zealand, 133, 280, 528, 563, 628, 
656 


Nigeria, 550 

Normanton, 99, 589 

North Bierley, 133, 628 

Norway, 10. i79, 309, 469, 528, 719 
Norwich, 216 

Norwood Green, 99 

Nuneaton, 11, 434, 563, 689, 821 
Mitford, 7 

Oakworth, 469 


Oban, 434 
Oldham, 57, 133, 469, 589, 628, 657, 
9, 84! 


759, 849 
Ormskirk, 179 
Ossett, 281 
Oswestry, 528 
Oulton Broad, 528 
Parkhurst, 720 
Pendlebury, 469, 563, 788 
Penistone, 404, 821 
Penrith, 720 
Penyfford, 217 
Perth, 720, 759 
Peterborough, 281 
Pickering, 528 
Plymouth, 216 
Plympton St. Maurice, 99 
Pontefract, 404 
Poplar, 57, 469, 589, 656, 787 
Portaferry, 57, 133 
Port Glasgow, 11, 494 
Portishead, 469 
Portrush, 253, 340 
Portsmouth, 133 
Portugal, 528 
Prestwich, 563 
Queensferry, 849 
Radstock, 133 
Ramsbottom, 528 
Rawtenstall, 309, 434, 494, 689 
Reading, 720 


LicHTING AND PowsEr Notgs—continued. 
Redditch, 57, 179, 720 
Redruth, 11 
Reigate, 57 
Rhyl, 253 

Rhymney, 281, 528 

Riccall, 821 

Rochdale, 368, 689 

Rochester, 217, 368 * 

Ross (Herefordshire), 217, 434 

Rotherham, 253 

Royston, 368 

Runcorn, 788 

Russia, 56, 179, 216, 309 

Ruthin, 133 

Saddleworth, 340, 849 

St. Annes-on-Sea, 217, 368 

St. Germans (Cornwall), 720 

St. Helens, 657 

St. Mellons, 99 

St. Pancras, 132, 494, 589, 821 

Salford, 11, 57, 253, 369, 494, 589, 

759, 7 

Sandown, &49 

Sandygate, 821 

Scarborough, 821 

Scremerston, 99 


Sheffield,” 57, 369, 404, 494, 528, 657, 
88, 821 


Shepley, 404 

Sherborne, 133 

Shipley, 57, 340, 628 
Shoreditch, 133 

Shoreham (Sussex), 253 
Sierra Leone, 434 
Skelton, 99, 494 
Skerries (Co. Dublin), 788 
Skipton, 434, 628, 849 
Slaithwaite, 528, 689 
South Africa, 11, 179, 217, 469, 563, 


657 
Southampton, 99, 179, 404, 469, 589, 
628, 759 


Southend-on- Sea, 179, 369, 628, 849 

Southport, 253, 469, 628, 788, 821 

South Shields, 309, 689 

South Wales, 99, 404 

Southwark, 11, 656 

Spain, 280, 

Springhead, 281 

Stainborough, 589 

Stainland, 494 

Stalybridge, 99 

Stamford, 369 

Stanley, 759 

Stepney, 57, 133, 469, 656 

Stockbridge, 528 

Stockport, 253 

Stockton-on-Tees, 

Stoke-on-Trent, 468) 769, 849 

Street, 217 

Stretford, 657, 788 

Stroud (Gloucester), 788 

Sudbury (Suffolk), 253 

Sunderland, 369, 689 

Surbiton, 133, 849 

Sutton, 217, 404 

Swansea, 57, 404, 528, 821 

Sweden, 179, 

Swinton, 469, 563, 788 

Switzerland, 56 

Tasmania, i, 368, 720 

Taunton, 99, 179, 281, 821 

Tavistock, 253, 528, 689 

Teignmouth, 99, 528 

Thelwall, 133 

Thorne (near Doncaster), 469, 720 

Todmorden, 340, 469, 563 

Torpoint, 11, 57, 369, 494, 628, 689 

Torquay, 369, 404, 657, 788 

Torrington, 133 

Troon, 469 

Trowbridge, 133 

Truro, 11, 563, A 

Tsingtao (China), 656 

Tullamore, 720 

Tunbridge Wells, 57, 179, 528, 720, 
759, 788 

Turkey, 98 

Turton (Lancs.), 494, 788 

Tynemouth, 404 

United States, 309, 628, 849 

Uruguay, 309 

Uxbridge, 759, 788 . 

Wadebridge, 99 

Wakefield, 281, 369 

Wallasey, 133, 217 

Walmer, 57, 339, 369, 589 

Walsall, 11, 99, 217, 405, 469, 528, 
657, 821 


Walthamstow, 179, Poy 

“* War” lighting, 4 

Warrington, a a7 369, 494, 528, 
Warrnambool (Victoria), 368 
Waterford, 528 

Watford, 217, 528, 657, 720 
Wednesbury, 217, 

Wells, 99 

Welshpool, 563 

West Bromwich, “57, 494 

West Ham, 99, 469, 788 

West Hartlepool, 657 

West Kirby, 

Westminster, 57, 99, 720 
Weymouth, 528 

Whitehaven, 217, 563, 759 
Whitstable, 11, 133, 340, 788 
Whitworth (Lancs.), 469, 563, 821 
Widnes, 340 

Wigan, 689 

Willesden, 12, 281, 590, 
Wimbledon, 99, 340, 44 704, 759 
Windermere, 217 

Windsor, 590 

Wirrall, 494 

Witney, 788 

Wolverhampton, 99, 405, 628, 821 
Wombwell, 10, 179 

Woodford, 821 


LicHTinG aND Powgr Notes—continued. 


Wood Green, 529 

Woolwich, 57, 216, 434 
Worcester, 57, 529 

Worsley, 134, 689 

Wotton Without, 253 
Wrexham, 57, 217, 369, 529 
York, 217, 253, 281, 405 
Ystradgyniais, 529, $21 


Lighthouses, Half-watt lamps for, 223 - 


Light sources, Tubular, 104 
Lighting of trains in U.S.A., Electric, 
834 


Lightning and surge arrester, The 
Zig,” 

Lightning in Australia, 373 

Lightning sketch, A, 95 

Limiting conditions for the safe use 
of electricity in coal mining, by 
Prof. W. M. Thornton, 350 


LIQuIDATIONS AND DISSOLUTIONS— 
Accumulator Industries, 215 
Adams & Fox, 178 
Apparatus & Accessories, 786 
Bennet & Whitehead, 467 
Boddy Life-saving Appliances, 718 
British Economical Lamp Co., 252 
British Metal Engraving Co., 752 
British Power Co., 9, 
Cambridge Electric Tramways Syndi- 

cate, 54 

Canadian Electric Traction Co., 367 
Cheap Power Supply & Engineering 


+» 96 
Clifton’ Electrical Engineering Co., 


Consolidated Diesel Engine Manufac- 
turers, 54, 52, 433, 467, 527 
Accumulator Syndicate, 96, 


Demon Vacuum Cleaner Co., 252, 


Diesel Engine Co., 54 

Dry Pak Electric Fire Extinguisher 

Easton, & Goolden, 848 

Ecuador Telephone Co., The, 527 

Electric Flash-Lights, 398 

Electric Utility Co., 819 

Electrical Supplies Co., 280 

Electromobile Co., 

Electromotor Equipment Co., 178 

ee Steel Founders, 688 


.M.F., 96 

Eureka Clock Co., The, 308, 339 

Fell & James, 96 

Foreign & Colonial Lighting, 215 

Garrett, Hartley & Co., 9, 527 

General Electrolytic Parent Co., 786 

Gyroscopic Motor Syndicate, 688 

Jandus Arc Lamp (Continental 
Patents) & Electric Co., 752 

Kent Electric Power Syndicate, 54 

Leitner Electrical Co., 718, 751, 818 

Leskole Co., 468 

Llanelly Motor & Electrical Engineer- 
ing Co., 718, 752 

Lumen Fittings Co., 398 

Mellier & Co., Ch., 467 

Midland Electric Corporation (1900), 


786 
Midland Ignition Co., 178 
Mordey-Fricker Electricity Meter Co., 
339, 367, 398, 718, 
National Electric Time Co., 280 
No Cell, 54, 178 
Oldham Boiler Works Co., 786 
Perth Electric Tramways, 467 
Pioneer Patents, 688 
Pontifex, S., & Co., and T. S. Borra- 
daile, 
Premier Lighting & Engineering Co., 
718, 752 


Pump & Power Co., 54, 558 
Rankine Patent Feed Water Filter 


Co., 367 
Rapid ‘Light Controlling Syndicate, 
— Patents & Engineering Co., 


Ridings Arc Lamp Co., 433 

Rossendale Belting Co., 

Roundhay and District Electric Light- 
ing Co., 654 

Rushmore Lamps, 9 

Salusbury Lamps, 654 

Sambidge, H. W., & Son, 367 

Deal & Walmer Electricity 

Co., 848 

Spical Dynamo Co., 492 

Stellar Signs, 626 

Stolz Electrophone Co. (1913), 433 

Storey & Sons, I., 

Uitenhage Electric Light & Power 
Co., 9 

Universal Belting Co., 9 

Wright’s Electrical Sales Co., 558 


Liverpool, New turbine plant at, 851 

Liverpool strike, The, 

Locomotive cars, Diesel electrical, 592 

Locomotive, High-speed electric pas- 
senger, 

Locomotives, A tr system suit- 
able for heavy internal-combustion, 
by H. J. Thomson, 605 

inten County Council and electrical 

trades list of wages and hours of 

labour, 566 

London County Council tramway deficit, 


London -County Council tramways 
breakdown, The, 837, 856 

London County Council. wages, 533 

London electrical engineers, The, 136 

London railway electrification contracts, 


53 
London’s electricity supply, 1, 161, 190 


London’s electricity supply, L.C.C, 
report, 198 

Looking ahead, War and industry, 353 

Lorenz's method, Absolute measurement 
of electrical resistance by, by F. E, 
Smith 

Lowson’s address to the Scottish Local 
Section of the I.E.E., Mr. J., 735 


M ACHINE tools, Individual driving 

of small and medium size, by 
A. R. Stelling, 251 

Megs manufacture in Great Britain, 
41 


Magneto position, The, £58 

Magnetos . for British motor-cars, 
British-made, 300 

Magnetos, The supply of ignition, 257 

Mains explosions, Electric, 

Mains explosions, The report on elec- 
tric, 41, 74, 97 

Maintenance, Road, 122 

Mammoth boiler results and projects at 
Detroit, 290 

ane Engineering societies in, 

3 


Manchester 15,000-kw. turbine set, 19 

Manchuria, 

Marble as material for lamp globes, 431 

Marconi, Honour for Mr., 

Marine service, Electric cooking in, 250 

Measurement of electrical resistance by 
Lorenz’s method, Absolute, by F. E. 
Smith, 164 

Melting, Electric brass, by G. 
Clamer and Carl Hering, 573 

Mercury rectifier for large outputs, The 
development of the, 210 

Mercury-vapour light for inspecting 
translucent products, 

Meter approved, 280 

Mexico, 214, 654 

Military cooking installation, A, 723 

Milk, Electrical treatment of, 1 

Miner and the war, The, 266 

Miners’ demand for electric lamps, $11 

Miner’s fallacy, The, 82 

Miners’ safety lamps, 805 

aes Electrical accidents in German, 
7 


Mines, Electricity in, by G. J. Ralph, 
811; by W. Maurice, 812 

Mines for the year 1913, Electrical acci- 
dents in, 832, 864 

Mines, Metalliferous, 62 

Mint report, Royal, 566 

Monopoly, A German electricity, 228 

Montenegro, 367 

Moratorium—and after, The, 356, 436 

Morocco, British Trade with, 120 

‘* Motograph ” sign, A large, 630 

Motor, A hard-worked, 753 

Motor-cars, The standardisation of 
electrical fittings on petrol, 16 

Motor-cars, The standardisation of elec- 
trical installations on, 374 

Motor fire engines in Berlin, The run- 
ning and maintenance costs of elec- 
trical, 

Motor-generator for high-pressure direct 
current, Pressure-reducing, 

Motor, New three-phase replusion, 209 

Motor repair wagon, 792 

Motors, Notes on modern continuous- 
current, by T. H. Dennis, 704 

Motors, Simpler control for rolling- 
mill, 

Motors: Some features of mechanical 
design, Large induction, by 
Moores, 452. 507, 515, 572, 601 

Motor, The decline of the self-synchro- 
nising, by E. P. Hollis, 357 

Motor vehicles for electrical work, 777 

Motor with shunt regulations by brush 
displacement, Schrage patent three- 
hase commutator, 445 

Moving pictures without photography, 
by G. Basil Barham, 438 

Municipal Electrical Convention, 33, 76 

Municipal Ownership Commission, 136 


contracts and public tender- 


National Prosical Laboratory during 
1913, Electrical work at the, 115 
Neutrality of science, War and the, 449 
Newcastle Corporation Tramways, b 

R. Mayne, 157 


New ComPANIES REGISTERED— 
Acetylene & Carbide, 764 
All-British Electrical Co., 794 
Allies Electric Lamp 632 
Alpha Electrical Co., 5 
Aluminium Foil Co., 8. 
Anti-German League, 408 
Bachelet Levitated Railway Syndi- 

cate, 143 

Baily & Sons, W., 596 
Ballyconnel Electric Light & Power 


Barford Electric Supply Co., 596 
Relco, 

Boonzaiers, 375 

Booth & Bomford, 668 

British African Agencies, 732 
British Arc Welding Co. (Scotland), 


699 

British Bachelet Flying Train Syn- 
dicate, 568 

British Battery Co., 534 

British Chamber of Commerce in the 
Argentine Republic, 143 

British Electrical Accessories, 143 

British Electrical Export Co., 596 

British Industries Support Federi- 
tion, 438 

Carville Site & Power Co.. 794 

Miners’ Supply Co., 668 
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New Co PANTIES. 

Chemico-klectric Co., 224 

Cicoy Magneto Co., 534 

City of Freetown (Sierra Leone) 
Electricity Co., 

Coniston & District Electric Supply 
Co., 794 

Custodis, 505 

“ Accumulator 
224 

Davis, J., & Co. (Southampton), 285 

Defries & Goldman, 699 

Derby Day & Night Sign Co., 596 

Derby Lamp Works, 473 

Direct Copper Production Syndicate, 
24 


Syndicate, 


Duncan’s Electricity Supply, 25 

Economic Electric, 143 

Electrical Power Engineering Co. 
(Birmingham), 731 

Electrical Sales Promotion, 143 

Electro-Magneto Motors, 183 

Electromobile (Leeds), 224 

Electro Motor-Hiring, 24 

Electropathic Institute, 408 

Evans, E. M., & Son, 285 

Gifkins & Co., A. V., 408 

Granville. Burgess & Co., 143 

Harvac, 344 

Health Humidifier Co. (Blackburn), 


186 

Highfield & Co., 375 

High Speed Steel Alloys, 632 

Hodgson Pump Co.,. 824 

Horrabridge & District Electric Sup- 
ply Co., 143 

Implitico, 632 

International Bleachers’ Corporation 
(1914), 224 

International General Artificia! Coal 
& Fuel Co., 143 

Jersey Electric Lighting & Power 
Co., 64 

“Krisco”’ Patents, 64 

— Battery & Manufacturing Co., 
7 


Loughrea Electric Power & Light- 
ing Co., 

Market Securities, 143 

Masham and District Electric Supply 
Co., 732 

Mason & Co., C. H., 668 

Maud & Turner, 824 

Metal Scrap, 596 

Midland Magneto Co., 764 

Morris, Warden & Co., 186 

New High-Pressure Gas Light, 
Chemical & Electric Supply Co., 
534 

N.1.Z.. 764 : 

North British Electric Welding (East- 

ern), 505 

Parana Tramways Co., 473 

Perks, F., 186 

Patentees Attorneys, 143 

Phoenix Electric Heating Co. (1914), 
375 


Rex Accumulator Co., 824 

Ruthin Electric Supply Co., 596 

Sanders & Co., W., 568 

Self-Protector, 186 

Simplex Self-Starters, 375 

Small Electric Motors, 568 

Smith, S., & Sons (Motor Acces- 
sories), 143 

South Wales Wireless Training Col- 
leges, 

Stentophone Magneto Works, 857 

Stoneybridge Electrical Co., 408 

Tattersall, H., 224 

Telephone Co. of Pernambuco, 63 

Thomson-Bennett (Magneto), 764 

Trantmann’s Patents Co., 

Tredegars, 794 

Tyne Glass Works, 632 

United Kingdom Manufacturers’ 
Repr?sentatives’ Associations, 408 

Universal Electric Canoe Co., 285 

Electric & Mechanical Co., 


Watson Magneto Co., S. J., 568 
Wezdon Lamp Co., 794 
Whitehouse, J., 24 
Winco Manufacturing Co., 794 
Windibank, H., & Co., 505 
Wiring, 596 
Witt & Beesley (Blackpool), 668 
New ExectricaL Devices, FitTincS AND 
PLant— 
“ Altior ’’ process of die casting, 171 
Aster. generating set, 
Automatic furnace, Screw-feed, 127 
Bar mill, A converted, 454 
“Bec ” suction cleaner, 172 
Belling griller-boiler, 746 
Bell-pushes and connections, 390 
‘Best ” electric fires, 725 
“ Beta type midget automatic acc1- 
mulator switch, 38 
Roiler-plate cubicle switchboards, 682 


Brighton Royal Pavilion, Electric 
cooking, 747 

Candlestick, self-contained _ electric, 
8 

Chromolyte batteries, 78 

Circuit-breakers, G.E.C. explosion- 


proof, 78 
Circuit-breakers, Totally-enclosed, 305 
Colliery plant, Electrical, 211 
“Comfy ” electric fire, 616 
Continuity grip fittings. 681 
Cooking “ apparatus, Carron, 616; 
Eclipse, 650 
Copes Feed-water regulator, 615 
Credenda electric fires, 304 
Credenda electric kettles, 726 
Current transformers, New type, 117, 


3 
De ba high-frequency generator, 


New E.ecrricaL Devices, Fittincs anp 
PLANT— continued. 
“ Dim-a-lite,’’ 327 
Dimmer fittings, Simplex, 615 
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trade, Electro-depositing, by G. B. 
Barham, 

Nitrogen of the air, Manufacture of 
ammonia from the, 


North Sea, Boiling the, 503 
Norway, 177 
Norway, The 


Vamma _ water-power 


plant in, 647 


Adams, W., 764 
Armitage, E, 285 

Bono, A. F., 24 
Broadbent, A. D., 632 
Broadhurst, J., 138 
Brownlee, Ex-Provost, 224 
Clarke, C., 632 

Clayton, D. S., 285 
Cordingley, C., 285 
Dobson, A., 534 
Guernsey, Captain Lord, Irish Gds., 


Holliday, T. B., 375 
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Co., 596 
Brecknell, Munro & Rogers, 699 
Brilliant Arc Lamp & Engineering 


0., 857 
British Arc Welding Co., 438 
British Continentat Electricity Sup- 
ply Co., 438 
British Thomson-Hcuston Co., 225 
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Henley’s (South Africa) Telegraph 
Works Co., 408 

Highfield & Co., 505 

Hong Kong Tramway Co., 375 
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by G. B. Barham, 438 

Platinum, 61 

Pioughing, Electric, 508 

Foint Five Associaticn: Discussion on 
electric cooking, 673 

Point Five Association, The, 117 

Poisoning, Lead, 567 

Poland, 492 

Poles, Ferro-concrete, 679 

“« Poochees,”? by C. S. Jeffrey, 383 
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